scanner-luis-malla@archive.org,open D:\Images\_incoming\compiledservicer0714unix\compiledservicer0714unix.idf,8/9/2010 9:46:44 AM
scanner-luis-malla@archive.org,exit,8/9/2010 9:50:55 AM
unknown (batch),open D:\Images\compiledservicer0714unix\compiledservicer0714unix.qpf,8/9/2010 11:36:42 AM
unknown (batch),processing started,8/9/2010 11:36:44 AM
unknown (batch),processing stopped,8/9/2010 12:03:12 PM
unknown (batch),close D:\Images\compiledservicer0714unix\compiledservicer0714unix.qpf,8/9/2010 12:03:13 PM
